ATTESTATION OF COMPLIANCE WITH OCCUPANCY REQUIREMENTS 


I understand that a Certificate of Occupancy is not required under 28 Pa. Code, Chapter 717 
(relating to drug and alcohol recovery house licensure) and attest the Recovery House for which 
I am applying to be licensed is compliant with all applicable local occupancy requirements. 
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